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ceipt of the report, shall send a copy thereof to the claimant and to
the employer and his insurance carrier, if any.
The decisions and award in the case shall conform to the findings
and conclusions in such report in so far as restricted to medical ques-
tions, save that either party may, within ten (10) days after receipt
of a copy of the report, file written objection thereto with the Indus-
trial Commission, which shall remand the matter to the same or an-
other board if it be proven that the conclusion of the board upon a
medical question be manifestly erroneous or unreasonable, or due to
fraud, undue influence, inadvertence, or mistake of law or fact.
(11) Medical Board and Medical Advisory Panel:
The Medical Board employed to determine controverted medical
questions shall consist of three members appointed by the Industrial
Commission or hearing Commissioner and selected from the Medical
Advisory Panel,as follows: one to be named by the claimant or claim-
ants and one to be named by the employer or his insurer,as the case
may be, and the third to be chosen by the two members thus nomi-
nated, PROVIDED, That if within Ten (10) Days after the hear-
ing where a controverted medical question is raised, one or more of
the parties have failed to nominate a member, or the members so
nominated have failed to choose a third member, then, in that event,
the Industrial Commission or the Commissioner hearing the case shall
nominate a member or members to complete the Board to three mem-
bers. The fees and expenses of the Medical Board shall be charged
in accordance with a schedule adopted by the Industrial Commission
upon the advice and recommendations of the Medical Advisory Panel,
hereinafter provided for, and such fees and expenses along with such
clinical and x-ray expenses as the Medical Board may require in order
to properly complete its investigation in a particular case, shall be
chargeable as cost to the losing party in the coiltroversy, save that,
where the claimant is the losing party such fees, costs, and expenses
shall be borne by the Industrial Commission.
The Medical Board shall be chosen as above set out from Medical
Advisory Panel composed of ten medical experts appointed by the
Governor, who shall be chosen from a list submitted by the Execu-
tive Committee of the South Carolina Medical Association. The Medi-
cal Advisory Panel shall include at least three doctors of medicine
with no less than five years specialization in the field of x-ray diag-
nosis and treatment, at least three doctors of medicine with no less
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